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2,33 fw m 

ATTEMDIMa VETERINARIAN AND ADEQUATE VETERINARY CARE. 

2-33 b} {3) - "Eac*! research taciliiy shaK establish and maintain programs of adequate veterinary care that include: 
[3} Daily Obs^rvatiDn dI all BJiiit'balfi tb their health and well-berng.~ 

1. The daily \oQ5 For |he farrcnvinig and weaned Piglet area ol fhe^^^^^^|rvere reviewed. There wee no entry in 
tha log lor Si'7.^6 and ft could not bo determined trom the available inteimatlorv lhal tho ammals wekq 

observed ort eacJi ol those £ days as required per this Section ettho Regulations. 

Daily observation of all animals is required to assess their health and well being. The research Facility needs to 
address thi$ issue. Correct by 


2.33 (2) 

ATTENDING VETERINARIAN AND ADEQUATE VETERINAHV CARE. 

2.33 (b) (£f - "Each research facility shall establish and maintain fjrcgrams el adequate veterinary care thal include: 
{2} The USE of appropriate iriethbds to prEvSht, conlrol, diegnbSe, Srd IreaJ diSaaSeE and injuries.." 

1. The iDlllewing ouldgled merfioelions were identified in the Main Barn cpbinel: AJbendezQlE i^DCl ml buHtle, exp 
4i'i59, aixl a plasbc spray botlte with label marled ■‘70% l&opro^tyl alcohol and 2% Chlomfl.i!Pdlne solulrofi" ■ Ihsre was 
no exp date noted on (he label and it could not be deterrnined that the product wea in current dating. 


The use of outdated medicalions andiVjr medical supplies may not be safe or etiicacious. Coned by 5.^2CX'0e. 


2. The daily log ln|j^y|||^^^h>ad am entry on 4.‘'4.'08 that (he adult male Pig was ‘walking funny^ and an entry 
on 4i'1(VDS fhet a Gilt was 'limping'. There wps no documenlatiqn available fhsit (he condition in either animel wes 
appropriately diagnosod or traatad. 


A research lacllity should maintain a program or vetarin^ary care ihai Irroludas (ho usa ot appropnasa maihods to 
diagnose and (reat anirnaJ heaKh issues. The Facility needs to address these items to provide for the health and well 
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being of the animals Conrecf by 


2,33 (W [ 5 ) REPEAT 

ATTEHDIMC VETEHIM Aflf A fJ AND ADEOUATE VETEHINAflV CARE. 

£-33 (b) (5) - 'Each neseancti facility shall establish and maintain pfogramg of adequale veterinary care tba! include: 

[5} Adequate pre-precadural end psaal-pracedural care In accordance wilh OurrenL esLabliatied velarinary medical and 
Tiursirig procedures ' 

1. REPEAT ITEM. Revietw o1 Protocol flANOO'l M>1 1 and Medical Records of #lOa, lOb, I2a, 2Aa, 24l>, 24c, 
and 7a: 

a. The protceol states Ibat ene dose ol the local anestbelic Mareaine 2 mg^'l^gi will be administered prior to the 
surgical procedure. The 7 Lambs underwenl Ifie Surgical procedure dO 3 j' 2>'08. There was no ddCumantaiidn in the 
Lambs’ medical record that the local anesthetic was administered lo the Lambs as described in the approved 
prgtacol. 

b- The protocol states. Ibat ttie analgesic Keloprofen 1 mg.'l^g will t>e administered once a day for 3 days post- 
dparatlvely. Tha medical records tor tha 7 Lambs staled that "Pain meds" ware adminlslerad on 3''.5i'[l8. and 
the dose and name of tbe medicalion administered were not recorded, It could rrol be determir»ed frorrn ibe 
inlormation availabfa wfieiliBr ibe scbadula at adminiatraliaa af anal^sic dascnbed lar ihB Larnb^ in lb? appravEd 
protocol was followed 

Rasea.rch ammafs shixild laoelve tha prescribed pra and post procedural cara as specified In tha lACUC approved 
proposal for ariimal use lo maintain the health ol the animals ard ensure that cSsconiforl and pairi to the animals will 
be Gmiled. Tha lACUC and AV naad to addrass the itama identified far this pralocdl. 

3.125 fa> 

FAQILfTIES^aEhJERAL 

3. 125 (a) - "Struclural sireogib. The iacilily must be conslructed ol such malenal and of such strengib as appropriate 
tor the animals invalved. Tha iiiddDr and euldh^or housing lacHilias shall be sirucLurally sound and shall be mainlained 
in good repair to oroted the animals from linjury." 

1. The wooden panel of the front wall o1 Ihe Sheep shelter ne.x1 ta the Feed 8arn was cracked artd had been repaired 
using several screws. The pointed ends of the screws protruded al leasi 1 inch into the shelter and could oause an 
injury lo lha aniii]ial£. 

2 . The itnaial Ised racoptacla in tha adult Boar's pen in lhs|||^{P|[|H had several holes with jaggad adgas that 
ooukJ cause an injury lo Ihe animat's face or moulh. 

Indoor ar>d ouldoor housing facilities should be structurally sound and mamlainod m good repair lo protocl tho 
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animals from injury. The research facility nteeds to address these items for the health ar»d r^H-tieing of the animals. 
Corract Hems 1 and 2 by S''20i''0B. 

3,126 

FACILITIES. INDOOR. 

3. t£& - "Ventilation, Indoor housing ladlilies shall be adequately ventilaled by natural or mechanical means to 

pravlda fof tha health and to prevent diacQrriilcii at the anirnala at aJI Lmubs. Sudi FaciliLias shall be provided witti fresti 
air either by means of windows, doors, vents, fans, w air-conditioning and shall be ventilated so as to minioiize drafts, 
odors, and moisture oorKtensation.' 

1. The farrowing and weaned Piglet area of lhail9Ig(liil3HI^3s nested lo have s marked unpleasant ammonia odor 
identilied when the area was entarad during lha inspection. Tha air was alulfy and there was nol any noticaabta ait 
carcolalion noted duhng the approximately 15-M minutes that the APHIS mgpedor remained in that area of (he bam. 

Indoor housing facilities should be suflidenHy venliialed with fresh air to mirtimize odors and to provide for (he 

animals' health. The facilily r>aede Co (a) Che ventilation system servicing (his area of 

[b> makio any ropairs necessary (o improve ihs VGrtlilalion of this a/ea. Correct (af by &''tj't!iS and (b) arp'aS. 

3,126 (<1> 

FACILITIES. INDOOR. 

3-12& (dl - "Drainage, A suilaWe sanitafy method shall be provided to eliminate rapsdiy, excess water Irom indoor 
housing laoililips." 

1. There was a dirly standing wsler puddle located direclly in tronf gf the ogle aulgmelk; weteror in Che weaned Piglsf 
erKilosure Jn ihe BlEa iili^BThe 14 animals housed in the enclosure had to walk through .and Ihen stand fn Ihe 
water puddle in order lo drink frofn the wacerer. Several el the Piglets were observed during the inspeotion to urinate 
and.'or dafacate Irtto ihe standing water puddle. 

Standing In a wai environmenl oan odvorsaly atlect tha condition ol the Feet'hooves and I he heallh of animals. The 
facility needs to correct the problem of slanding water in the enclosure to proted the health and well-ibeing of the 
Piglets. Covrenl by 9i'1 .'lOB. 

3,131 (c) 

SAWITATIOM, 

3- 1 3 1 fc) -"H wseiieeping. Premises (buildings and grounds) shall be kept dean ared in good repair in order to protect 
the animals irom injury and lo taoilitaLo the praacnbed husbandry practioes. set torth in this subpart. Accumulations ot 
trash shall be placed in designated areas and cleared as necessary to prelect Ihe health of the animals " 

1. GLAF 105: Several pieces of equipmeni In lha room (base of tloor surgery llghl. surgery Inslrumenit iray staixJ, 
and ceslers of the metal cart) were noted to have rusty surfaces that can interfere with eftective sanitation practices 
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2. CLAP 105: Tha frdiit surl^as dI IhKi dirawans, of lha ari^aLh&aia rtiaahina wara naiad ta be dirty arrd had while 
spots and whrte streakai'nesklije pnesent, Tfv& last lime the aneslhesia machine was us-ed was on Si'19.*flS. 


b){7)f, (b)(2)High 


|area:. There was spllted feed preseni In several of the cabinet drawers arid there we^e 
boseg of ettam; gloves and paper masks stored insida the drewerg. Wild rodeni efcroppings ware noted inside the 
cabinet drawers. 


tb){2)High, {b)(7)f 


There wane streaks and splallers fyl dried li(t|uid meriure praseni [)e th? wall 
adjacent to Ihe Piglet erKlosure that had the waH mcKjnled water s^jpply hose. The wall sorface in Ihe next room just 
through |he doorway threshold from [he Piglet enclosure was also noted lo have splatters of dr>ed lii^id manuire. 


|(b)(7)f, (b)(2)High 


enclosure. 


There were large cobwebs located! at ihe wall ceilir^g junction above ihe Piglel 


Prsmisas med to be kept clean lo laciliteta prasoribsd husbandry praojiDes and to protect ihe healih and well-being 
of Ihe ansmals. Correct items 2^ 3^ 4^ ar>d S by 5/20, 'Ofl and «tem 1 by ft'T.-iOe. 

MOTE ■ This was a full (acilily Inspectrtwi on 5M4VCIS and 5.''15(^'0B with the exil Intervrtw on Maos. 
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